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Title of Publication: 

RX: Open Wide! 

Other Known Title: 
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Format: 
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Director/ Author: 

Brian Mills, Harold Creg 

Producer/Publisher: 

Not Stated 

Country of Origin: 
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The Film and Video Labelling Body Inc. 

Distributor: 
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Classification: Objectionable except if the availability of the publication is 
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Descriptive Note: 

Display Conditions: 

Date of entry in Register: 

Date of direction to issue a label: 
OFLCNo: 

Unexcised version of publication: 


Contains explicit sex scenes. 
Nil 

14 December 2005 
13 December 2005 
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Component 

Running time 

Menu: 

Play Movie 

Select Scene 

Bonus Material 

Titan Previews 

Titanmen Website 

Contact Us 


Feature: 

RX: Open Wide! 

131.36 
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Other timed components: 

Copyright / Titan / Warning / RX / 



Duplication / Titan Media Notices 

1.39 


Cumshot Review 

13.37 


Music Image Gallery 

17.19 


Joey& Ulizes Interview 

14.11 


Marcos & Jason Interview 

8.16 


Holler 

4.21 


Woodsmen 

5.01 


Titanmen Website Advertisement 

0.28 

Other components: 

Contact Us 


Total running time: 


196.28 


Excisions: No Excisions Recommended 

Reasons for excisions: 

Nor Applicable 

Summary of reasons 
for classification: 

Not Applicable 
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